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BILL NO. G-71-12- '*-~j 


GENERAL ORDINANCE NO. G- 


AN ORDINANCE repealing General Ordinance No. 
G- 11 8- 71 . 


BE IT ORDAINED BY THE COMMON COUNCIL OF. THE. CITY OF FORT WAYNE, 

INDIANA: 

j[ 

SECTION 1. That General Ordinance No. G-118-71 , adopted 
by the Common Council on July 13, 1971, is hereby repealed. 

SECTION .2 . This Ordinance shall be in full force and 


effect from and after its passage and approval by the Mayor. 



Councilman 


/ 


i 





Read the first time in full and on motion by seconded by 

and duly adopted, read the second time by title and referred 

to the Committee on ^ __(-and— be— the— City— Plan 

'Gs-mmiB'Sixrn - ^fbTrT?e«©ffimenda±icxn) (-a.nd_BmLic— Heamjag— to— be-4ie-ld— af t.er due legal notice, at.j fche 

^ni^ J h-efaaTnbgri 3 T~iiid 7 v^ 60 u:i^^ — 3kd4ana-<,_on_ __„ — 


-dahe day of 197 * at e ^-elo-ek* 



CITY CLERK 


Read the third time in full and on motion by 

seconded by ___________________________________ and duly adopted, placed on its passage. 

Passed (LOST) by the following votes. 

AYES . NAYS _ ABSTAINED , ABSENT to -wit: 

Burns _____ _____ _____ _____ 

Hinga _____ _____ _____ 

Kruse _____ _____ _____ _____ 

Nuckols _____ _____ _____ 

Moses _____ _____ _____ _____ 

Schmidt, D. _____ ' ______ _____ 

Schmidt, V. _____ _____ _____ _____ 

Steir _____ _____ _____ _____ 

Talarico 


Date ______________________________________ 

CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
'(-ZenAag=^!ap) (General) (Annemtin)n.)4Spenia^)-(Arpprepria£iii©n.) Ordinance ^Resaj jaidm O N o n^. 
on the _______________ day of , 197 “z— "" . 


ATTEST: (SEAL) 


CITY CLERK 


PRESIDING OFFICER 


Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the _________ day 

of , 197 at the hour of ¥ ': 3o o’clock H .M. ,E.S.T. 


CITY CLERK 


Approved and signed by me this _____ day of 
at the hour of __________ o’clock .M. ,E.S.T. 


197 


MAYOR 


